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ADVERTISING - A 244 


STATE GOVERNMENT COMMUNICATION WITH PROSPECTIVE 
INDUSTRY THROUGH ADVERTISING, David A. Freudenberg, 
Vol. XI, #4, pp. 33-50. 


As part of e conscious development planning effort, many 
state agencies advertise to attract new industry. This 

_ article discusses the advertising budgets and methods of 
the state agencies that responded to the author's survey. 


AREA DEVELOPMENT - A 675 


AREA DEVELOPMENT: AN ECOLOGICAL APPROACH, Don F. 
Young, Vol. VII, #1, pp. 1-46. (Thesis for Industrial Develop- 
ment Institute, University of Oklahoma. ) 


This paper researches all methods and causes of the 
“unfavorable alteration of our environment. It records 
what's being done, and reaches generic conclusions about 
what needs to be done. 


AREA PLANNING - A 677 


THE AREA HIERARCHY AND ECONOMIC DEVELOPMENT 
PLANNING PROBLEMS, Victor Roterus, Vol. I], #4, pp. 31-35. 


Paper reviews the entrance of federal participation in 
economic and community development programs, and the 
rationale for statutory insistence for comprehensive plan- 
ning for these federal grants. Author then discusses the 
present lack and desperate need for vertical, horizontal 
and cross-program coordination of this planning effort. 
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AREA REDEVELOPMENT A 679 


- PUBLIC WORKS AND ECONOMIC DEVELOPMENT ACT, 
Eugene P. Foley, Vol. i, #2, pp. 5-8. 


The philosophy, basic policy and initial program of the 
Economic Development Administration. 


_CITY PLANNING - C 581 


ECONOMIC DEVELOPMENT AND THE URBAN CRISIS, AIDC 
Industrial Research Committee, Vol. IV, #1, pp. 59-65. 


‘ 
Article briefly discusses the need for more industrial 
development literature pertaining to the economic develop- 
ment strategy for urban areas. 


INDUSTRIAL ADVANTAGES OF CITIES, Edward deLuca, 
Vol. X, #2, pp. 77-86. 


Cities have many advantages which are frequently over- 
looked by industrial executives and economic developers 
because these advantages are omnipresent in cities. 
Author outlines these advantages. 


COMMUNITY ATTITUDES - C 727 


INDUSTRIAL DEVELOPMENT VOLUNTEERS, Paul R. Hadley, 
Vol. XI, #4, pp. 51-75. 


A number of Chamber executives were questioned to obtain 
data relative to their experience and attitudes toward the 
use of volunteers. Their responses are presented in this 
article. 


. LOMMUNITY DEVELOPMENT - C 731 


COMMUNITY PLANNING AND INDUSTRIAL DEVELOPMENT, 
John A. Quinn, Vol. VII, #4, pp. 35-47. 
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- This article attempts to outline some basic community 
planning problems the industrial development specialist 
should be aware of and concerned about. 


LOCAL ECONOMIC DEVELOPMENT EFFORTS: ECONOMIC 
AND NON-MARKET JUSTIFICATIONS, James R. Rinehart, 
Vol. VID, #4, pp. 13-25. 


This paper provides useful arguments fer continuing 
development efforts, and it offers an excellent bibliography. 


ECONOMIC BASE ANALYSIS: A MODIFICATION FOR THE 
EZFFECTS OF DIFFERENCES IN PRODUCTIVITY, Ronald E. 
Carrier, Karen S. Johnson, William R. Schriver, Vol. IV, #4, 


pp. 19-26. 


A study of the base sector of the economic activities of 
the community. There is a comprehensive analysis of 
the adjusted industry location ratio in determining base 
‘industries. 


LOCAL DEVELOPMENT EFFORTS: HOW ORGANIZED? 
D. Jeanne Patterson, Vol. IX, #4, pp. 83-91. 


This article offers a definition and description of the 
tLecal Industrial Development Corporation. 


._ COMMUTING - C 735 


‘THE ATTITUDE OF WORKERS TOWARD COMMUTING, 


William R. Schriver, Vol. I, #1, pp. 25-32. 


A study surveys*production workers in a Tennessee 
synthetic fiber plant for relationships between time spent 
in commuting and attitudes toward commuting. Sex, 
marital status, distance, time and mode of commuting 
were all studied as variables in the relationship. 
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_DATA PROCESSING - D 232 : ’ 
‘THE STATUS OF COMPUTER APPLICATIONS TO STORE 
LOCATION:RESEARCH, Howard L. Green and William 
Applebaum, Vol. XI, #2, pp. 33-52. 


Economic developers are increasingly concerned with 
location problems involving nonindustrial activities. This 
article is an analysis of computer applications for retail 
site selection, using supermarkets as an example. 


DEVELOPMENT PROGRAMS - D 489 

INDUSTRIAL DEVELOPMENT ORGANIZATIONS: THEIR 
ACTIVITIES WITH LEGISLATURE AND LEGISLATION, 
Thomas W. Finney, Vol. VI, #3, pp. 1-3. 


Presented are the results of a survey which concluded that 
historically, currently, and by nature I.D. groups are not 
and probably will not become activists as pertains to 
degislation. 


DEVELOPING LOCAL, L-EADERSHIP,.Glenn Gilman, Vol. Il, 
#4, Pp- 1-19. 


Explores the sociological position of the I. D. professional 
“within the comumunity power structure, “and the need to 
influence rather than "buck" this informal organization. 


GUIDELINES FOR AN EFFECTIVE COUNTY ECONOMIC 
DEVELOPMENT PROGRAM, .Lewis M...Holland, Vol. Ill, #3, 
pp. 35-40. 


Reviews countywide economic development programs in 
California, and suggests organizational structure and 
activities for such an effort. 


REGIONAL INFORMATION SYSTEM: A DEVELOPMENT TOOL, 
C.A. James, L. Krone, S. Pollack,.D.R..Ross, Vol. IV, #3, 
pp. 1-18. 
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Discusses the need and use of a regional information 
system which quantifies the inter-relationships of all 
functions of production; distribution and consumption 
behavior in the community. 


A BASIC PROGRAM OF INDUSTRIAL DEVELOPMENT FOR 
CHAMBERS OF COMMERCE, Walter E. ‘Knight, Vol. hemdites 
PP. 1-33 and 55.. 


A comprehensive guide to the establishment and operation 
of an industrial development program within a local 
Chamber of Commerce. Suggests structure, function, 
staffing and relationships of each committee within a 
suggested committee structure of ILD. program. Briefly 
discusses trends in industrial development. 


STATE ECONOMIC DEVELOPMENT PROGRAMS, Joseph L. 
McAuliff, Vol. I, #2, pp. 33-38. 


Trends in the role of state economic development agencies 
vis-a-vis federal policies and programs. 


COMMUNITY PROGRAMS TO ASSIST EXISTING INDUSTRY, 
F. Wylie Orr, Jr., Vol. U, #1, pp. 33-44. (Thesis for Indus- 
trial Development Institute, University of Oklahoma. ) 


A study of local level industrial development organizations 
providing specialized services to existing industries within 
their service area, to determine the types and extent of 
the services provided, as well as to compare the extent of 
new employment derived from the expansion of existing 
industry versus that derived from new industry. 


THE ESTABLISHMENT OF A COMMUNITY RESEARCH 
COUNCIL FOR METROPOLITAN AREAS, Richard J. Porn, 
Vol. VI, #3, pp. 5-17. 


This article discusses the merits of establishing a 
community oriented data bank or research council operated 
as a public service to collect relevant data from all public 
and private sources and respond to demands for informa- 
tion from the same sources on a day-to-day basis. 
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A PROFILE OF INDUSTRIAL CLIENTS OF STATE INDUSTRIAL 
DEVELOPMENT ORGANIZATIONS, William R. thomas, Vol. 
VI, #4, pp. 9-19. 


This article reports on the kinds of iridustrial arin that 
‘are served by state industrial oz 


ECONOMIC BASE STUDIES - E 18 


RESEARCH NOTES: THE MASTER PLAN - INDUSTRIAL 
DEVELOPMENT'S ROLE, Robert M. Sparks, Vol. V, #4, 


pp. 61 -63. 


A brief article which examines the need for a well prepared 
master plan. 


MEASURING THE COMMUNITY ECONOMIC BASE: A 
COMPARATIVE ANALYSIS, Lay James Gibson, James L. Barr 
and Terrence B. O'Keefe, Vol. X, #3, pp. 7-35. 


This report evaluates alternative approaches to measuring 
the "multiplier" impacts associated with (local) economic 
growth. 


ECONOMIC CONDITIONS AND INDICATORS - E 20 


A TOOL FOR COMMUNITY DECISION MAKING, -Frederick E. 
Bexten and Duane L. Sorenson, Vol. Il, #2, pp. 35-45. 


Describes and discusses the Economic Projection Study of 
La Salle-Peru-Oglesby-Spring Valley Chamber of 
Commerce. Study collected "bench-mark" statistics for 
the four-town area, analyzes economic structure, and 
projects major economic and demographic variables to 1980, 


RESEARCH NOTES: INDUSTRIAL DEVELOPMENT RESEARCH 
AND CHANGING WORLD ECONOMIES, John R. Fernstrom, 
Vol. VII, #4, pp. 78-86. 
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This article reports on the national and international 
problems that are or will be facing American industty and 
how these problems affect the industrial developer. 


- AN ALTERNATIVE TO KEYNESIAN ECONOMICS, Lewis M. 
Holland, Vol. VI, #4, pp. 37-42. 


The author disclaims the adequacy of the Keynesian 
Economics and suggests alternative methods to solve our 
economic and social probléms. 


IS A NO-GROWTH ECONOMY THE ANSWER TO ENVIRON- 
MENTAL POLLUTION? Leland F. Smith, Vol. Vi, #2, pp. 1-11. 


In this article the author argues against the concept that 
economic growth is harmful to our environment and that 
America should seek a no-growth economy. 


THE ECONOMIC OUTLOOK: INFLATIONARY PROBLEMS AS 
A BACKGROUND TO ECONOMIC DEVELOPMENT EFFORTS, 
Thomas Kruse, Vol. IX, #2, pp. 69-88. 


The problems facing the nation at the start of 1974 and 
some suggested solutions are stated in this paper. 


MEASURING THE LOCAL ECONOMIC IMPACT OF NEW 
INDUSTRY, Ron E. Shaffer, Vol. X, #3, pp. 37-65. 
The model developed in this report can be used by local 
citizens to evaluate the impact of a new industry on their 
community. The model answers the question -- is this 
new industry beneficial to the community? 


ECONOMIC DEVELOPMENT - E 22 


LOCAL ECONOMIC DEVELOPMENT EFFORTS: ECONOMIC > 
AND NON-MARKET JUSTIFICATIONS, James R. Rinehart, 
Vol. VII, #4, pp. 13-25. 
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This paper provides useful arguments for continuing 
development efforts, and it offers an excellent bibliography. 


THE NONBASIC-BASIC RATIO AS A DEVELOPMENT TOOL, 
Robert M. Sparks, Vol. VII, #3, pp. 45-51. 


Attention is concentrated on the relevance of the nonbasic- | 
basic ratio in the light of the author's experience in the 
field of industrial development. 


RESEARCH NOTES, Robert L. Koepke, Vol. IX, #3, pp. 85-99. 


Contains review of pertinent reports, list of materials on 
growth, land use and environment, and sources of infor- 
mation important to AIDC members. 


RESEARCH NOTES, Robert L. Koepke, Vol. X1, #2, pp. 69-100. 


Author reviews Management and Control of Growth: 
Issues, Techniques, Problems, Trends, and lists 
reference sources on subjects of interest to industrial 
developers. 


ECONOMIC GEOGRAPHY - E 24 


THE IMPACT OF TECHNOLOGIC CHANGE ON INDUSTRIAL 
GEOGRAPHY, Howard G. Roepke, Vol. 1, #3, pp. 15-22. 


A discussion of technological changes in processing 
methods, products or services of sufficient magnitude to 
require or to affect the building of new industrial plants. 
These changes often completely alter weightings of Plant 
Location factors, with differing and opposing trends, 
sometimes working to open up or close down entire areas 
to new economic development. 


MARKETING GEOGRAPHY, Joseph A. Russell, Vol. I, #3, 
pp. 23-33. 


An illustration of the assistance which can be rendered by 
a geographer by application of his statistical and scientific 
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map-analysis techniques in plotting locations of markets 
of varying magnitudes, and of varying potential and future 


SUCCESS AND DISTRESS - THE GEOGRAPHY OF ECONOMIC 
HEALTH, John H. Thompson, Vol. I, #3, pp. 3-13. 


Discussion of a method of mapping variations of general 
economic health across an area, as an introduction to the 
value of geographic analysis of an area or region to 
economic planning. 


RESEARCH NOTES, Robert L. Koepke, Vol. IX, #4, pp. 99-119. 
t 
The Chairman of AIDC's Industrial Research Committee 
reviews and comments on reports dealing with population 
growth and the future of non-metro areas, and offers a 
list of recent studies by geographers on industrial/area 
development. 


ECONOMIC RESEARCH - E 26 


INPUT/OUTPUT STUDIES AND INDUSTRIAL DEVELOPMENT, 
C.R. Draper, Research Notes, Vol. Ill, #2, pp. 47-53. 


Explains and discusses "Input-Output Studies" and the 
possible uses for such studies in industrial development 
activities. 


"SHIFT'' TECHNIQUE OF REGIONAL ECONOMIC ANALYSIS, 
Charles L. Hamman, Vol. Ill, #3, pp. 41-47 + supplement. 


Briefly discusses and describes uses for the "shift" 
technique of regional economic analysis. Technique is 
useful in describing geographical and economic shifts in 
county areas and aggregations of county areas. 


INDUSTRIAL SELECTIVITY CRITERIA: VALIDITY AND INTER- 
RELATIONSHIPS, Robert M. Sparks, Vol. 1, #4, pp. 27-34. 


Examination and discussion of the oft-used concept that 
only "basic’' industry has the power to create new jobs and 
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expand a local economy. Author contends that theory has 
four fundamental flaws, discussing each at length. Also 
discussed are seven Criteria often used in selecting “desir- 
able" types of industry for a community, the ways they 
interact and the futility of applying them in a vacuum. 


RESEARCH NOTES, Robert M. Sparks, Vol. V, #3, pp. 59-62. 


A brief article pointing out the need for industrial develop- 
ment research. 


THE SYSTEMATIC APPROACH TO INDUSTRIAL DEVELOP- 
MENT RESEARCH, David C. Sweet, Vol. V, #2, pp. 21-32. 
4 
This article discussed the use of research in developing a 
successful economic development program. It also dis- 
cussed objectives to be determined from such programs. 


RESEARCH NOTES, Robert L. Koepke, Vol. X, #4, pp. 107-130. 


Article contains review of two publications from Bureau 
of Business and Economic Research, list of publications 
of interest to developers, and a report on the Research 
Bibliography Inventory of the National Association of State 
Development Agencies. 


RESEARCH NOTES, Robert L. Koepke, Vol. XI, #1, pp. 91-137. 


Author reviews two publications on land use, and provides 
a bibliography on economic development related publications. 


EDUCATION - E 28 


THE ADVANCED EDUCATIONAL PROGRAM OF THE INDUS- 
TRIAL DEVELOPERS ASSOCIATION OF CANADA, R.J. 
Cooksley, David F. Walker, Vol. IX, #3, pp. 39-49. 


This paper outlines the Economic Development Program 
that has been established in conjunction with the University 
of Waterloo in Waterloo, Ontario. It describes the history 
of the program and the reasons for it. 
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'- ENTREPRENEURIAL ENTERPRISES - E 61 


_ TOWARD BLACK ENTREPRENEURSHIP, Roland A. Loveless, 
Vol. V, #4, pp. 19-32. 


A survey of the history and development of black-owned 
business. Moreover, there is a description of the current 
problems and trends of industrial development in the ghetto. 


ENVIRONMENT - E 70 


INDUSTRIAL DEVELOPMENT AND POLLUTION CONTROL: 
FRIENDS OR FOES? Douglas L. Brooks, Vol. Ill, #3, pp. 1-13. 


Briefly discusses the growing problem of environmental 
pollution, the effects and some solutions t> the problem, 
with both short and long run tactics. 


AIDC RESEARCH COMMITTEE NOTES: A LOOK AT ENVIRON- 
MENTALISM, Charles L. Hamman, Vol. VII, #2, pp. 59-62. 


A brief article which offers some new insights on the 
impact of the current concern with environmental quality. 


RESEARCH NOTES, Industrial Research Committee, AIDC, 
Vol. Il, #4, pp. 37-45. 


Article #3 examines recent literature dealing with the 
problems of air and water pollution and costs and incen- 
tives for control. Article includes serially numbered 
literature citations, numbers 19 through 24. 


INDUSTRIAL AIR POLLUTION CONTROLS, D. Reid Ross, Vol. 
VIl, #2, pp. 53-58. 


The argument of this paper is based on the premise that it 
is not feasible to uniquely identify the costs of air pollution 
control with any particular segment of our industrial 
society, be it the producing entity, the producing community, 
or the consuming community. Needed is a uniform national 
air pollution control standard enforced together with a 
broad-based, citizen-financed air pollution program. 
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POLLUTION CONTROL AND PLANT LOCATION, Robert D. 
Shriner, Vol. VII, #2, pp. 39-42. ° 


The prospect that not only locally different waste ‘control 
regulations but even nationally uniform regulations will 
cause changes in the competitive positions of industries in 
different locations adds a new dimension to area develop- 
ment planning. Three cases mentioned here represent 
only a part of the locational influences that would be 
created, but they are adequate to make it clear that even 
uniform regulations will have an influence on the location 
of plants and industries. 


THE EFFECTS OF AIR POLLUTION CONTROLS ON INDUSTRIAL 
DEVELOPMENT: THE EXAMPLE OF SOUTHERN CALIFORNIA, 
Robert E. Tremaine, Vol. VII, #4, pp. 1-35. (Thesis for 
Industrial Development Institute, University of Oklahoma. ) 


This paper comments on the history and effects air 
pollution controls have had on the economic development 


of Southern California. 


AMERICA'S WATER RESOURCES FOR ECONOMIC DEVELOP- 
MENT, James P. Ryan, Jr., Vol. VII, #1, pp. 7-60. (Thesis 
for Industrial Development Institute, University of Oklahoma. ) 


This study concentrates on the fresh water resources in 
the United States and the changes that will occur as the 
country grows. Avariety of data and history from govern- 
mental hydrology reports, business and governmental 
economic indicators and other public documents and books 
has been included. It has been done so that the Industrial 
Developer will have a better understanding of one of our 
most plentiful, important and valuable natural resources 
in our environment--water. 


DEVELOPMENT OF THE ARIZONA ENVIRONMENTAL AND 
ECONOMIC TRADE-OFF MODEL, C.W. Minshall, N. Dee, 
J.M. Griffin, Vol. IX, #2, pp. 7-44. 


The ATOM describes a technique for relatively 
economically and quickly indicating the social, economic 
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and environmental impacts associated with a number or 
range of policy decisions regarding economic development. 
‘ 


HAS THE WORLD GONE TO HELL?? John J. McKetta, Vol. 
“IX, #3, pp. 9-21. 


This paper refutes the claims of extremists that the 
environment is being destroyed as a result of technological 
activities. The author presents facts, not fears, for 
solving the real problems of the environment. 


DEVELOPMENT AND THE ENVIRONMENT, James M. Jennings, 
Vol. IX, #3, pp. 23-25. 


This report is an objective summary of the American Bar 
Association's recommendations on legal reforms to 
improve the decision-making process for industrial site 
selection. 


THE ORGANIZATION OF ENVIRONMENTAL IMPACT STATE- 
MENTS, R. Bruce Wood, Vol. 1X, #4, pp. 57-68. 


Article proposes a new organizational structure for the 

‘ EIS in the hope of eliminating some of the confusion 
attendant on a literal interpretation of section 102(c) of 
NEPA, , 


RESEARCH NOTES, Robert L. Koepke, Vol. X, #1, pp. 59-74. 


‘This article contains a brief description of the major 
Federal environmental agencies and a list of suggested 
reference sources for the industvial developer. 


RESEARCH NOTES, Robert L. Koepke, Vol. X, #3, pp. 85-116. 


This article contains a review of Productive Agriculture 
and a Quality Environment by the National Research 
Council, Committee on Agriculture and the Environment. 
The author also provides a list of publications of possible 
interest to AIDC members. 
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AN ECONOMIC-ENVIRONMENTAL MODEL:,. A TECHNIQUE 
FOR ANALYZING ECONOMIC AND ENVIRONMENTAL TRADE- 
OFFS IN INDUSTRIAL DEVELOPMENT, Henry L. Hunker and 


. . Richard M. Davis, Vol. X, #4, pp. 7-29. 


The model described in this article is a readily usable 
tool for development practitioners and researchers alike 
who are concerned with achieving a balance between 
environmental quality and economic growth. 


FINANCIAL INSTITUTIONS - F 491 


MULTI-BANK HOLDING COMPANIES AND THEIR ROLE IN 
INDUSTRIAL DEVELOPMENT, Rex E. Johnson, Vol. IX, #1, 
pp. 31-50. (Thesis for Industrial Development Institute, 
University of Oklahoma. ) 


As multi-bank holding companies continue to grow and 
expand, it is highly likely that more holding companies 
will establish industrial development departments. This 
article traces the growth and activity of such companies 
in relation to industrial development. 


FOREIGN TRADE - F 716 


DIRECT INVESTMENT IN THE UNITED STATES BY 
JAPANESE FIRMS, D. Reid Ross, Vol. IX, #3, pp. 27-32. 


This paper cites the benefits to the U.S. of direct foreign 
investment, as well as Japan's reasons for investing. 


AREA DEVELOPERS REVEAL HOW NOT TO INVEST IN THE 
U.S.A., Ted M. Levine, Vol. IX, #3, pp. 33-37. 


The author offers area developers ten very practical 
suggestions for advising foreign investors of the mistakes | 
to avoid in investing in the U.S. 
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FOREIGN INVESTMENT AND ITS @CCEPTABILITY IN THE , 


HELENA, ARKANSAS AREA, J. Latture, 


#1, pp. 7-37. (Thesis for Industrial Development Institute, 


' University. of Oklahoma. ) 


Reverse foreign investment is growing in scope and inten- t 
“sity. Author cites experience of two plants in the Helena ; 
area concluding that acceptazxe will come with effort of 

‘local and foreign parties. 


FREIGHT RATES - F 863 


ECONOMIC DEVELOPMENT AND THE COST OF MOVING 
GOODS, David G. Abraham and Harold W. Williams, Vol. I, 
#4, pp. 21-26. 


Discussion of complaint of seme geographic areas that 
transportation charges discraminate against them, and the 
usual courses of action in seeking relief. Authors then 
discuss courses for action to be taken by affected local and 
area economic development groups to minimize and bypass 
those transportation cost problems which, in fact, do exist. 


GOVERNMENT - G 721 


THE LEGAL ENVIRONMENT FOR INDUSTRIAL DEVELOPMENT: 
PROSPECTS TO 1980, James S. Hostetler, Vol. VI; #2, pp. 
1-18. 


One basic element.in making sound business decisions is 
the degree of knowledge one can develop about the legal 
environment in which industrial development can occur. 
This article offers some general comments on the current 


and future legal environment. 


RESEARCH NOTES: LEGISLATION FOR DEVELOPMENT OF | 
NATURAL. ENVIRONMENT, James T- Orsborn, Vol. VI, #4, 
PP- 43-49. : 


A brief discussion of recent federal environmental 
legislation. 
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EXECUTIVE COMMENTS, Larry Cohick, Vot. IX, #3, pp. 77-83. 


-The author states ‘AIDC's position regarding public affairs 
activity. 


EXECUTIVE COMMENTS, Larry Cohick, Vol. IX, #4, pp. 93-97. 


The author describes some of the many problems to be 
studied by AIDC's Legislative Awareness Committee. 


HEALTH - H 625 


EFFECTS OF THE WILLIAMS-STEIGER OCCUPATIONAL 
SAFETY AND HEALTH ACT ON INDUSTRIAL DEVELOPMENT, 
C.. Britt Waters, Vol. X, #1, pp. 37-55. (Thesis for Industrial 
' Development Institute, University of Oklahoma. ) 


The Williams-Steiger Occupational Safety and Health Act 
of 1970 gave the Secretary of Labor power to set job safety 
standards and establish a panel to enforce them. This 
thesis examines the act as it relates to industrial develop- 
ment and attempts to determine the sent of the law, if 
any, on this 


HOUSING AND RESIDENTIAL AREAS - H 842 


A METHOD FOR ESTIMATING THE POTENTIAL DEMAND FOR 
INDUSTRIALIZED HOUSING, Ben- Chieh Liu, Vol. VII, #3, 
pp. 31-44. 


As a guideline to industrial developers and businessmen, 
this paper attempts to illustrate a simple method for 
estimating the market of industrialized houses. 


HOUSING AND URBAN DEVELOPMENT ACT OF 1965, 
Morton J. Schussheim, Vol. 1, #2, pp. 21-25. 


Interrelationship of federal housing and federal urban 
development policy and operations with industrial develop- © 
ment. 
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A SURVEY OF THE MODULAR HOME INDUSTRY AND ITS 
“ROLE AS PROSPECTS FOR INDUSTRIAL DEVELOPMENT, 
“Emanuel Vol. Vill, #3,.pp. 1-29. 


“This article analyzes the prospects for one "'coming" 
industry and illustrates the kind of research necessary to 
anticipate industrial trends. 


INDUSTRIAL BUILDINGS - I 34 


A UNIQUE DEVELOPMENT CONCEPT, William M. Harrison, 
Vol. IV, #3, pp. 31-38. 


Article tells how a former estate was transformed into a 
- conference facility and still remained compatible with the 
surrounding high value residential area. 


RESEARCH NOTES: INDUSTRY FOR CENTRAL CITY AREAS, 
AIDC Industrial Research Committee, Vol. IV, #2, pp. 57-63. 


A brief review of the potential of multi-story/multi-use 
buildings involving industrial uses in urban areas. 


A STUDY OF SPECULATIVE INDUSTRIAL BUILDINGS IN THE 
EASTERN UNITED STATES, Marshall T. Wills, Vol. I, #1, 
pp. 27-54. (Thesis for Industrial Development Institute, 
University of Oklahoma. ) 


A study in depth of use of speculative industrial buildings 
in the Eastern United States as a tool for industrial 
development, developed by a survey of I.D. agencies from 
Maine to Georgia... Two successful examples are examined 
at length and 107 other examples are discussed in general, 

state by state, with summary statistics in Appendix. 
Literature review and Guides.to a Speculative Industrial 
Building Program. 


“GENERAL ANALYSIS OF COMMON CRITERIA DEVELOPERS 
“OF SHELL BUILDINGS MIGHT UTILIZE, Robert A. Metrakos, 
Vol. XI, #3, pp. 35-47. 
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; This articte reports the results of a survey, of Certified 
_Hidustrial Developers®, on the size, shape and other . 
criteria used in designing a shell building. me 


INDUSTRIAL DEVELOPERS - I 36 


PROFESSIONALISM, James B. Briscoe, Vol. V, #4, pp. 1-17. 


An analysis of the meaning and characteristics of "'profes- 
sionalism."' The author sets forth criteria to be used in 
- determining who is a professional. 


t 
THE ROLDS OF THE PROFESSIONAL AND THE VOLUNTEER 
IN INDUSTRIAL DEVELOPMENT, Harry W. Clark, Vol. IV, 
#4, pp. 1-9. 


A study of the relationship between the professional and 
the volunteer concerning the exchange of ideas, techniques, 
programs and directions as an essential in community or 
area development. 


PROFESSIONAL ETHICS, Harry G. Foden, Vol. VIII, #4, 
pp. 1-12. 
At no time in recent history has it been more difficult to 
arrive at a set of professional ethics, especially for a 
group such as AIDC, whose members are interested in and 
committed to industrial and economic development from 
such viewpoints as industry, government, research and 
education. 


MANAGERS AND ENTREPRENEURS - SOME SIMILARITIES 
AND DIFFERENCES, Glenn Gilman, Vol. IV, #2, pp. 17-31. 


A study of human behavior that provides some generaliza- 
tions about how these two types of people are likely to 
interpret and respond to the world about them. 


YOUR OTHER RESPONSIBILITIES FOR ACHIEVING PROFES- 
SIONALISM, Paul Hadley, Vol. VIII, #2, pp.. 25-30. 


, 
. . 
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The purpose of.this article-is to suggest sqme ways and 
means to bettering the-profession, improving our image’ 
and communicating the truth of Industrial Development and 
developers to all the —- 


INDUSTRIAL DEVELOPMENT: OPPORTUNITIES, REQUIRE- 
MENTS AND AVAILABLE ACADEMIC TRAINING, William F. 
Kane, Jr., Vol. Ill, #1, pp. 35-56. (Thesis for Industrial 
Development Institute, University of Oklahoma. ) 


Briefly reviews the profession of industrial development 
and opportunities in the field, and the training received by 
present practitioners. Discusses at length emerging 
programs at the Baccalaureate and Graduate level for 
formal education in industrial and Economic Development 
at the various universities. Suggestions are made guiding 
prospective students for the field. 


COLLEGE STUDENTS INTERN IN DEVELOPMENT PROJECTS, 
Dr. D. Jeanne Patterson, Vol. VI, #4, pp. 1-8. 


The nature of these programs, specifically planned for 
local flexibility in assigning college students to develop- 
tment tasks for a “service-learning" experience during the 

summer-months, may be of interest to professional 
planners and developers who call upon the training of 
college students for specific studies or development 
assignments. 


TATE TECHNICAL SERVICES: THE FIELD MAN'S ROLE IN 
INDUSTRIAL DEVELOPMENT, Philip K. Reily, Vol. IV, #3, 
pe 39. 


An analysis of the use of field service men in the U.S. 
Department of Commerce State Technical Services program. 


EXECUTIVE COMMENTS, Larry Cohick, Vol. X, #2, pp. 87-96. 
This.article presents the results of the 1974 Membership 


Survey én table form swith comments on the various: 
services.and:programs of the Council. 
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EXECUTIVE COMMENTS, Larry: Cohick, ‘Vole x, pp. 81-83.. 


‘The author discusses the. pros and cons of + AIDC becoming 
active in public affairs. 


EXECUTIVE COMMENTS, Larry Cohick, Vol. X, #4, pp. 101-105. 


The author discusses (1) the AIDC Annotated vliograchy, 
(2) the AIDC Educational Foundation Audio/Visual Series, 
and (3) a report on the 1975 Conference Survey. 


THE INDUSTRIAL DEVELOPER AND THE LOCAL CHAMBER 
OF COMMERCE, Paul Hadley, Vol. X, #2, pp. 53-64. 


To test the attitudes and relationships of Chamber 
executives with their local industrial developers, and of 
ID professionals with their Chamber executives, the 
author conducted a survey, with some disturbing 
responses. The results are tabulated in this article. 


‘PERSONAL PROFESSIONALISM IN INDUSTRIAL DEVELOP- 
MENT, Harry W. Clark, Vol. X, #2, pp. 65-75. 


Article identifies the possessor of "personal professional- 
ism'' in industrial development by determining who he is, 
what he does, how he does it and why he does it. © 


INDUSTRIAL DEVELOPMENT - 1 38 


IDENTIFYING INDUSTRIES FOR DEVELOPMENT: EXPERI- 
ENGE VERSUS THEORY, :David S. Barrows, Vol. VIII, #1, 


pp. 1-6. 


Article presents some evidence on a question which has 
long intrigued developers. Both those who believe there 
“is no“substitutc-tc>-experience and those who prefer to 
depend on statistical-research can find support for their 
positions. 


COLLEGE TRAINING FOR COMPREHENSIVE INDUSTRIAL 
DEVELOPMENT, Albert.S. Carlson, Vol. 1, #3, pp. 35-41. 


- 
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‘Discussion of the work and abilities needed in the 
“semierging profession of Industrial Location and Area. 
Development -and how these abilities might be developed in 
_ formal education courses at the undergraduate level of . 
coblegiate education. 


AIDC'S INDUSTRIAL DEVELOPMENT INSTITUTE, Robert B. 
Cassell, Vol. 1, #1, pp. 4-9. 


_-A review of the Industrial Development Institute program 
conducted by the American Industrial Development Council 
at the University of Oklahoma, covering origins, 
te and theses requirements. 


PROGRESS REPORT: INDUSTRIAL DEVELOPMENT 
INSTITUTE, Harry W. Clark, Vol. II, #1, pp. 1-4. 


A-brief progress review of the Industrial Development 
Institute at the University of Oklahoma, summarizing 
problems and achievements of the five years (1961-1966) 
of sxistence of the Institute. 


YOUR OTHER RESPONSIBILITIES FOR ACHIEVING PROFES- 
SIONATISM, Paul Hadley, Vol. VII, #2, pp. 25-30. 


The purpose of this article is to suggest some ways and 
means of bettering the profession, improving our image 
and communicating the truth of Industrial Development and 
developers to all the public. 


RESEARCH NOTES, Industrial Research Committee, AIDC, 
Vol. Il, #2, pp. 53-56. 


Article #1, the first in a continuing series of articles, 
each one exploring recent research literature in a differ- 
ent area of knowledge in the general field of industrial and 
economic.development. This first article discusses the 

ambjectives of the column,~and defines the criteria for 
selection of diterature to be listed and commented upon, 
within eacharticle. Article concludes with three items of 
general interest recently published. 
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INLAND HARBOR DEVELOPMENT STRATEGIES, Robert,D.° 
Dean, James H. Kellow, Vol. VII, #2, pp. 45-55.. 


*The authors establish a planning framework for the 

" development of a new or existing inland harbor. The first 
section deals with harbor development patterns, while the 
ccuml section Considers the promotion, financing, and 
“planning aspects of harbor-development. 


THE PROFIT MOTIVE IN INDUSTRIAL DEVELOPMENT, 
Donald R. Pace, Vol. Vi, #1, pp. 29-50. (Thesis for Industrial 
Development institute, University of Oklahoma. ) 
The'author's intent in this study was to determine whether 
this profit motive, the common denominator of industrial 
projects, has been held in ‘the proper perspective and 
reacted to accordingly by industrial developers. 


NORTH AMERICAN INDUSTRIAL DEVELOPMENT: I - 
CHARACTERISTICS AND PHILOSOPHY, Vol Il, #2, pp. 17-27. 


NORTH AMERICAN INDUSTRIAL DEVELOPMENT: II - THE 
CHANGE 10 COMPREHENSIVE APPROACH, Vol. I, #3, 
pp. 27-36, Richard Preston. 


Articles discuss the theory, philosophy, structure and 
evolution of the practice of industrial development in 
North America with concentration upon the transition 
from traditional industria! development to comprehensive 
development. Text is basis for opening lectures at AIDC 
accredited Basic Industrial Development Courses. 


LEGISLATION AND INDUSTRIAL DEVELOPMENT IN 1965, 
Victor Roterus, Vol. 1,¢2,-pp. 1-3. 


Trends in federal policy reflected in economic develop- 
ment legislation ~f 4965. 


INDUSTRIAL DEVELOPMENT INFORMATION OF THE U.S. 
DEPARTMENT OF COMMERCE, Wicter-Roterus-and David 
Arnaudo, Research Notes, Vol. Ill, #1, pp. 57-61. 
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Discusses the printed information resources published by 
” various agencies of the U.S. Department of Commerce 

of interest to the industrial development professional. 
Includes serial numbered citations #25-38. 


A SURVEY OF THE MODULAR HOME INDUSTRY AND ITS 
ROLE AS-PROSPECTS FOR INDUSTRIAL DEVELOPMENT, 
Emanuel Spunt, Vol. VIII, #3, pp. 1-29. 


“This article analyzes the prospects for one “coming" 
industry and illustrates the kind of research necessary to 
anticipate industrial:trends. 


TOWARD IMPROVING CRITERIA FOR EVALUATING THE 
EFFECTIVENESS OF ORGANIZED INDUSTRIAL DEVELOP- 
MENT EFFORT, William R. Thomas, Vol. VI, #4, pp. 47-75. 


The basic purpose of this article is to show that present 
methods used to gauge the success of state industrial 
may have actually led to something 
tess than optimal economic aevelopment. 


REVIEW ARTICLE, Robert M.:Sparks, Vol. X, #1, pp. 31-36. 


The a brief book review of Industrial 
De peipeteeegs sand Principles by Henry L. Hunker. 


RESEARCH NOTES, Robert Li:-Keepke, Vol. X, #2, pp. 97-123. 


Author lists valuable reference sources for the industrial 
developer covering general and specific subjects. 


RESEARCH NOTES, Robert L. Koepke, Vol. XI, #3, pp. 71-87. 


Article includes reviews of three books and reference 
sources of information on various subjects of interest to 
industrial developers. 


RESEARCH NOTES, Robert L. Koepke, Vol. XI, #4,-pp."77=93.: 


Several books are reviewed and additional reference 
sources are named on a variety of subjects relevant to 
industrial development. 
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EXECUTIVE COMMENTS, Larry,.Cohick, Vol. X, #1, pp. 57-58. 


There is general optimism among ID practitioners that 
there is still health and vitality in the industrial develop- | 
ment profession despite the economic:problems of the 
mid-70's. The-author cites examples of this feeling. 


USES OF INPUT-OUTPUT STUDIESIN INDUSTRIAL DEVELOP-- 
MENT, James W. Butler, Vol. XI, #1, pp. 39-90. {Thesis for 
Industrial Development Institute, University of Oklahoma. ) 


Input-output analysis is one additional tool that can and 
should be used-in guiding the growth of industry in 
compliance with carefully prepared plans and goals. 
Author tells how the tables work and how information is 
extracted from them. 


RECENT CHANGES IN STATE INDUSTRIAL DEVELOPMENT 
ORGANIZATIONS, William R. Thomas, Vol. XI, #2, pp. 7-32. 


This paper reports the resnlts of a survey of all 50 states, 
showing changes in-organizational structures, functions, 
services and budgets of the ct2te development agencies. 


INDUSTRIAL RETENTION FRACTICES OF LOCAL GOVERN- 
MENTS, David J. Springate, Vol. XI, #4, pp. 7-17. 


The author outlines somc tcchniques used by various 
municipalities to retain and encourage expansion of their 
existing industries. 


INDUSTRIAL DISTRICTS - 140 


PROBLEMS ATTRIBUTED TO INDUSTRIAL PARKS: A SURVEY 
OF TENANTS, Donald F. Dick, Vol. IV, #1, pp. 1-11. (Thesis 
for Industrial Development Institute, University of Oklahoma. ) 


This article surveys the problems encountered by tenants 
in industrial parks. Emphasis is made on problems atten- 
dant to an industrial park, i.e., problems an industrialist 
has attributed to his location in an industrial park. 
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INLAND HARBOR DEVELOPMENT STRATEGIES, Robert D, 
‘Dean, James H. Kellow, Vol. Vill, -#2, pp. 45-55. . 


The authors establish a planning framework for the 
development of a new or existing inland harbor. The first 
section deals with harbor development patterns, while the ee 

second section considers the ‘promotion, financing, 
mea. aspects of harbor development. 


“THE LOCATION OF INDUSTRIAL PARKS AND DISTRICTS: 
THEORY AND PRACTICE IN THE CHICAGO AREA, Ronald R. 
Pollina, Vol. VO, #3, pp. 51-61. 


The first part of the study is concerned with a description 
and brief analysis of the overall pattern of growth from 
1960 to 1970. The second part of the study attempts to 
determine what variables are most important in explaining 
the variation in percentage of land sold and leased within 
the region's industrial districts. 


INDUSTRIAL PARKS: THEIR CHARACTERISTICS AND THE 
NEED FOR CERTIFICATION, David A. Smith, Vol. VI, #2, 
Ppp- 43-52. 


A basic purpose of the classification of industrial parks 
outlined and tested in this study is to propose a preliminary 
means of certifying or accrediting American industrial 
parks. The results of the classification presented in this 
study point directly to the need for some form of 
accreditation. 


THE NONBASIC-BASIC RATIO AS A DEVELOPMENT TOOL, 
Robert M. Sparks, Vol. VIL, #3, pp. 45-51. 


Attention is concentrated on the relevance of the nonbasic- 
basic ratio in the light of the author's experience in the 
field of industrial development. 


INDUSTRIAL PARK COVENANTS, Roger K. Sund, Vol. I, #1, 
pp. 5-23. (Thesis for Industrial Development Institute, 
University of Oklahoma. ) 
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Discussion of a survey of 10 industrial dietricts in Georgia 
as to provisions of the protective covenants made part of 
sale and lease agreeménts with district occupants.. Appen- ~ 
dix contains text of protective covenant of Macon (Georgia) 
Airport Industrial Park. 


DEVELOPING. A PLANNED INDUSTRIAL Everett 


Tucker, Jr., Vol. 0, #4, pp. 17-24. 


A general guide to the development of.a pianned industrial 
district, developed from the-experience of the Industrial 
Development Company of.Little- Rock. -Inciuded are site 
selection, land acquisition, physical planning and develop- 
ment,' protective lease and sale covenants and the example 
of the Little Rock Industrial District. 


PLANNED RESEARCH AND DEVELOPMENT ZISTRICTS, 
Joe P. Walters, Vol. IV, #2, pp. 33-56. 


The purpose of the study is to.analyze the characteristics 
of research and development districts, determine how 
they are planned, and describc-hcow-they-are operated. 


INDUSTRIAL FINANCING - 1 44 


AN ANALYSIS OF MUNICIPAL FINANCIAL CONCESSIONS TO 
INDUSTRY, Craig G. Bryant, Vol. V1, #1, pp. 51-69. (Thesis 
for Industrial Development Institute, University of Oklahoma. ) 


Financial concessions to industry by municipalities may 
and have taken many forms. The various types of 
municipal financial concessions are examined as to both 
their effectiveness and their equity. 


INCENTIVE FINANCING: 1970 AIDC FELLOW DISCUSSION 
THEME, Harry W. Clark, Vol. V, #3, pp. 31-37. 


The author of this article analyzes the comments on the 
pros and cons of incentive financing received from Fellow 
Members of the American Industrial Development Council. 
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'. THE EFFECTIVENESS OF THE COOPERATIVE FORMULA IN 
_ INDUSTRIAL DEVELOPMENT FINANCING, Raymond Ferland, ~ 
“Vol. VU, #4, pp. 48-77. (Thesis for-Industrial Development 
Institute, University of Oklahoma. ) 


In order to find a new formula for the financing of small 
‘town projects, savings and loan cooperatives have'been 
established.. This article reviews their history,«develop- 
ment and function. . 


LOCAL SUBSIDIES: REGIONAL.DEVELOPMENT OR REGIONAL 
RIVALRY, Carl W. Hale, Vol. Ill, #4, pp. 33-53. 


On the basis of a questionnaire survey of East Texas firms 
aided by local I.D. corporations, author examines the role 
of such aid in the locational decisions of manufacturing 
industry. Conclusion is drawn that such inducements are 
only marginal incentives between towns within an area. 


VOLUNTARY LOCAL SUBSIDIES AND ECONOMIC DEVELOP- 
MENT, William E. Laird and James R. Rinehart, Vol. 1V, #3, 
pp. 19-29. 


Three related aspects of subsidies are examined. First 
the role of non-monetary elements in the subsidy. "Next 
the technique of local subsidy based upon voluntary:contri- 
butions is examined. Finally, the broader economic 
development aspects are explored within the general 
context of the voluntary subsidy. 


CANADIAN INDUSTRIAL FINANCING ARRANGEMF™ TS AND 
COMPARISONS WITH THE UNITED STATES, Robert E. ‘Simpson, 
Vol. V, #1, pp. 49-64. (Thesis for Industrial Development 
Institute, University of Oklahoma. ) 


This paper outlines a number of private, semi-private and 
public agencies or corporations in Canada which can pro- 
vide various methods of financing an industrial enterprise. 
It also considers common financing factors in order to 
reveal differences between the sources and methods avail- 
able in the two countries and in the various regions. 
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THE LEASE: A PRACTICAL TOOL.FOR ECONOMIC DEVELOP- 
MENT, E.G. Tyckoson, Jr., Vol. IX, #4, pp. 27-56. (Thesis 
for Industrial Development-Institute, University of ‘Oklahoma. ) 


This paper explains the lease document, its component 
parts, commonly used. terms : and clauses and their 
application in the language of the economic 


LEASE GUARANTEE - A TOOL TO .AID INDUSTRIAL DEVELOP- 
MENT, Billy C. Suggs, Vol. X, #2, pp. 35-52. (Thesis for 
Industrial Development Institute, University of Oklahoma. ) 


The purpose of this thesis is to explore the usefulness of 
lease gudrantee insurance; how it can be utilized to assist 
with industrial development and its limitations and dis- 
advantages. 


INDUSTRIAL SUBSIDIES AND THEIR EFFECTS ON RESOURCE 
ALLOCATION, Leland F. Smith, Vol. X, #3, pp. 67-80. 


This analysis indicates that the types of subsidies employed 
in an industrial inducement program will have varying 
effects upon the measured results of the program, pri- 
marily because of the different ways they alter resource 
allocations. 


EFFECTIVENESS OF INDUSTRIAL SUBSIDIES FOR STIMULAT- 
ING REGIONAL ECONOMIC DEVELOPMENT, Leland F. Smith, 
Vol. X, #4, pp. 71-100. : 


After a cost-benefit discussion of industrial subsidies, 
the author concludes that incentive programs can only 
influence the location of industry, not determine it. 


INDUSTRIAL DEVELOPMENT BONDS: THE ECONOMIC 
IMPACT OF THEIR LIMITS, John E. Peck and Thomas R. 
Swartz, Vol. XI, #2, pp. 53-68. 


The purpose of this paper is to consider the economic 
implications of the present statutory limits in light of the 
benefits derived from industrial development bond 
financing, and to suggest a discretionary policy alternative 
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wherein IDB's could serve to stimulate investment in 
‘periods of recession. 
BONDS FOR INDUSTRIAL EXPANSION - ORIGIN AND EXPERI- 
ENCE IN MISSISSIPPI, John M. Lovorn, Jr., Vol. XI, #3, 
_ pp. -7-33. (Based on thesis for Industrial Development Institute, 
University of Oklahoma. ) - 


The purpose of this paper is not to discuss the merits of _ 
the Balance Agriculture With Industry (BAWI1) program in 
Mississippi but to describe its origin and appraise its 
progress. 
! 
EVALUATING FINANCIAL INCENTIVE PROGRAMS, David 
Barrows, Vol. XI, #4, pp. 19-31. 


Incentives to industry to tocate in specified areas have 
been available for many years and have been expanding in 
terms of their scope and the number of jurisdictions which 
offer assistance. This paper examines the conceptual 
rather than the procedural problems of evaluation of these 
programs. 
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INDUSTRIAL SPECIALIZATION: THE CASE OF TUFTED 
TEXTILES IN DALTON, GEORGIA, Winfred G. Dodson, Vol. 
VI, #3, pp. 19-45. (Thesis for Industrial Development 
Institute, University of Oklahoma. ) 


In this study attention is given to developing the "home- 
grown'' industry. It is also concerned with determining 
the extent to which an area should attempt to specialize in 
a single industry. Finally it discusses the steps which an 
area can take to increase its attractiveness to a particular 
industry or group of industries. 
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A RESEARCH TECHNIQUE FOR INDUSTRIAL PROSPECT 
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factors influencing a location decision and jn planning an 
industrial development program. . 


A PROFILE OF AGENCY ASSISTANCE IN INDUSTRIAL 

~ LOCATION, Charles P. Rahe, Vol. VII, #2, pp. 31-44. i 
Article presents a summary of several findings of an 
extensive analysis of new locations and expansions in 
terms of the nature of the location decision process, 
sources of aid utilized by locating firms, and the types of 
firms availing themselves of this assistance. 


RESEARCH NOTES: IDENTIFYING INDUSTRY POTENTIAL, 
David C. Sweet, Vol. V1, #1, pp. 71-76. 


This article briefly discusses the use of computer 
programs to improve and simplify the process of 
identifying industry potential. 


EMPIRICAL STUDIES OF PLANT LOCATION: A SURVEY 
Robert G. Turner, Vol. VI, #2, pp. 13-30. 


Ten studies of the determinants of industrial location are 
surveyed in this article. 


GENERAL THEORIES OF PLANT LOCATION: A SURVEY, 
Robert G. Turner, Vol. VI, #4, pp. 21-36. 


This survey will help to remind the developer of the basic 
considerations in locational choice process and extent to 
which location theories can be useful predictive devices. 


INDUSTRIAL SITES FOR SMALL COMMUNITIES, D.C. 
Williams, Jr. and Donnie L. Daniel, Vol. V1, #2, pp. 31-39. 


This article suggests that what is needed in order to meet 
the objective of attracting industry is neither a full-scale 
industrial park nor a completely undeveloped "cow 
pasture." What is needed is something in between - 
something based on factors outlined by the authors. 
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THE APPLICATION OF SYSTEMS ANALYSIS TO INDUSTRIAL 


SITE SELECTION, Richard A. ‘Teichman, Jr. and Noam Eimer, 


Vol. X,.#2, pp. 7-20. 


“whe ‘walue of a systems approach to industrial site selec-: 


tion is very high where specific tangible quantities and 
values are available. This article shows that a computer 

- system is a flexible and valuable working tool in industrial 
site selection. 
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RESEARCH NOTES, Industrial Research Committee, AIDC, 
Vol. U, #3, pp. 37-50. 


Article #2 examines recent research literature dealing 
with the job multiplier effects of new manufacturing jobs, 
and the effects of new industry on the local real property 
tax rate. Article includes serially numbered literature 
citations numbers 4 - 18 and reprints the bibliography of 
one of the cited studies. 


INTERNATIONAL DEVELOPMENT PROGRAMS - I 61 


AN EVALUATION OF REGIONAL ECONOMIC DEVELOPMENT: 
EXAMPLES FROM ECUADOR, Jack oe Vol. V, #3, 
pp. 17-29. 


It was the purpose of this study to assess the organization, 
staff, budgets and programs of the existing regional 
development centers in Ecuador with the view to providing 
USAID as well as CENDES (the AID assisted development 
center) a better insight as to their capabilities. 


CENTRAL AMERICA: AN INDUSTRIAL DEVELOPMENT 
CHALLENGE, Nelson C. Wall, Vol. V, #1, pp. 1-27. (Thesis 
for Industrial Development Institute, University of Oklahoma. ) 


This paper is concerned with the role of the industrial 
developer in a Latin environment. It explores the 
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“felationship of industrialization to the economic develop- 
‘ment of Central America. It also emphasizes some of the 

sociological factors which must occur within the region to 
“enhance development. 


THE DYNAMICS OF INTERNATIONAL BUSINESS DEVELOP- 
i MENT, ‘Robert B. Cassell, Vol. 1X, #4, pp. 69-82. 


This paper summarizes a porticn of the findings of the 
1973 Advanced Symposium held at the University of 
Oklahoma. That program endeavored to assess the 
business environment for trade and investment, the moti- 
vation for foreign capital investment and the identification 
of foreign capital investment and foreign target markets. 
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JOB TRAINING AND INDUSTRIAL DEVELOPMENT, William 
Hewitt and Victor Roterus, Vol. I, #2, pp. 39-40. 


Job training as a tool for the industrial development 
professional. 


PROGRAMS TO INCREASE THE SUPPLY OF SKILLED INDUS- 
TRIAL LABOR: EXAMPLES FROM CONNECTICUT, Charles 
E. Hills, Vol. IJ, #1, pp. 1-34. (Thesis for Industrial 
Development Institute, University of Oklahoma. ) 


Reviews broad range of programs designed to help meet 
the needs of the economy for skilled industrial manpower. 
Connecticut programs are discussed as examples of 
broadly applicable state programs and state participation 
in federal programs. 
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UTILIZING MISSISSIFPI'S NEGRO LABOR POTENTIAL IN 
MANUFACTURING, William B. Barrett, Vol. I, #1, pp. 10-26. 
(Thesis for Industrial Development Institute, University of 
Oklahoma. ) 
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An analysis of replies to a survey of 130 employers as to 
the suitability and practicality of all-negro manufacturing 
‘plants in Mississippi, along with related research on the 
negro labor problem in Mississippi. 


A METHODOLOGY FOR CONDUCTING A LABOR AVAILABILITY. ~~ 
- SURVEY IN A STANDARD METROPOLITAN STATISTICAL 

‘AREA, Donald G. Dunshee, Vol. V, #1, pp. 29-47. (Thesis for 

Industrial Development Institute, University of Oklahoma. ) 


The purpose of this paper is to suggest a variety of 
considerations involved in conducting a meaningful labor 
availability survey. Current data on the labor supply of a 
city or area are of importance especially during times of 
rapid economic growth. 


THE STAFFING EXPERIENCE OF A NEW INDUSTRIAL PLANT: 
A NEW TECHNIQUE FOR DETERMINING MANPOWER AVAILA- 
BILITY AND CHARACTERISTICS, William C. Howard, Vol. IX, 
#1, pp. 1-29. (Thesis for Industrial Development Institute, 
University of Oklahoma. ) 


This paper describes a new technique used to determine 

manpower availability and characteristics within a labor 
market area. The technique involves a detailed analysis 
of the staffing experience of a new manufacturing plant in 
the area. 


LABOR UNIONS - L 129 


THE ECONOMIC DEVELOPMENT ACTIVITIES OF UNITED 
STATES UNIONS, David E. Sanger, Vol. XI, #3, pp. 49-70. 
(Thesis for Industrial Development Institute, University of 
Oklahoma. ) 


The prime purpose of this paper is to describe the labor 
union economic development activities which the economic 
and industrial developer may integrate into his professional 
practices. 
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LAND USE.- L 264 


. “RESEARCH NOTES, Robert M. Sparks, Vol. VI, #1, pp. 47-51. 
. This article’analyzes the*demand side of data collection 
for industrial land ailocation in a master plan. 


THE RESOLUTION OF LAND USE CONFLICT, Robert M. 
Sparks, Vol. 1X, #3, pp. 51-60. 


From time to time the best planned community will 
become embroiled in a wide open rezoning battle. This 
article explores alternative approaches to this type of land 
use conflict and to examine empirical paths to accommo- 
dations in the public interest. 


LAND VALUES - L 266 


RESEARCH NOTES: CALCULATING THE PROFITABILITY OF 
INDUSTRIAL LAND DEVELOPMENTS, Charles L. Hamman, 
Vol. V, #2, pp. 45-50. 


The purpose of this paper is to select certain of the more 
common methods of calculating rates of return on land 
development projects, to demonstrate the varying results 
that flow from these; and to suggest that method most 
appropriate for industrial investments. 


THE ROLE OF THE LAND SPECULATOR IN INDUSTRIAL 
DEVELOPMENT, Robert M. Sparks, Vol. III, #4, pp. 21-32. 


Exploration and discussion of the role played by the "land 
speculator" in determining the pattern and timing of 
development on the urban fringe, drawing the conclusion 
that land speculation is a negative service to a community. 


MANUFACTURING - M294 


WHAT ATTRACTS MANUFACTURERS TO YOUR AREA? 
Edward deLuca, Vol. IX, #2, pp. 45-47. 


a 

| 

‘ 
a 


INDEX - AIDC JOURNAL Vols. I through XI 


The results of a survey lists factors mést important to 
plant location decision-making executives. 


MARKET RESEARCH = M 345 


MARKETING GEOGRAPHY, Joseph A. Russell, Vol. 1, #3, 
pp. 23-33. 


An illustration of the assistance which can be rendered by 
a geographer by application of his statistical and scientific 
map-analysis techniques, in plotting locations of markets 
of varying magnitudes and of varying potential and future 
magnitudes. 


METROPOLITAN AREAS - M 594 


INDUSTRIAL PROBLEMS AND PROSPECTS OF THE CENTRAL 
CITY, Jerome D. Fellman, Vol. Il, #4, pp. 1-16. 


Paper briefly reviews the preeminence of central city 
locations for industry in the 19th century and the flight to 
the suburban areas in the 20th century and the problems 
this has created for the central city. Author then explores 
the potential and practical prospects for the rebirth of 
central city manufacturing, citing mass transit and urban 
expressways, federal training and urban renewal programs 
as reasons for optimism. 


RESEARCH NOTES: GOALS FOR URBAN AREAS AND WAYS 
TO OBTAIN THEM, Alfred C. Neal and Donald R. Gilmore, 
Vol. Ill, #4, pp. 54-64. 


Briefly reviews the various economic, social, residential 
and other functions of the central city, their strengths and 
their growing weaknesses; suggesting the need for goals on 
a parity with those for suburban areas and the need for 
governmental unification in metropolitan areas. 


INDUSTRIAL CLIMATE OF CENTRAL CITIES, Harry D. 
Hartnett, Vol, VII, #2, pp. 19-38. 
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-This article examines the favorable as well as some of -the 
unfavorable characteristics ‘of the city of Chicagé as they 
- affect the, location of manufacturing plants. The results 
also indicate some of the characteristics needing improve- 
ment.and some of the assets to be emphasized as cities 
try to maintain or improve their industrial base. _. 


OCEANOGRAPHIC DEVELOPMENT - O 192 


OCEANOGRAPHY: CHALLENGE AND OPPORTUNITY FOR 
ECONOMIC DEVELOPMENT, John E. Harter, Vol. V, #3, 
pp. 39-57. (Thesi& for Industrial Development Institute, 
University of ‘Oklahoma. ) 


This article emphasizes the growing economic significance 
of the ocean. Moreover, it discusses several national and 
local programs recently implemented to develop the 
ocean's resources. 


OFFICE SPACE - O 338 


THE ATTRACTION AND DEVELOPMENT OF ADMINISTRATIVE 
ACTIVITIES, C. Minshall, J. Lawson and J. Griffin, Vol. X, 
#4, pp. 31-56. 


Given the trends noted in this article in regard to white 
collar and administrative employment, many developers 
must ask themselves the question of how they compete for 
these functions, not if they will compete. _ 


PLANNING - P 704 


INLAND HARBOR DEVELOPMENT STRATEGIES, Robert D. 
’ Dean and James H. Kellow, Vol. VIL, #2, pp. 45-55. 


The authors establish a planning framework for the 
development of a new or existing inland harbor. The first 
section deals with harbor development patterns, while the 
second section considers the promotion, financing, and 
planning aspects of harbor development. 
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a THE ROLE OF PLANNING IN THE DEVELOPMENT PROCESS, 
“Robert M, Sparks, Vol. 1X,. #2, pp. 89+96. 


_This report outlines the various states of the development 
process for a community and stresses the relationship 
between the industrial development specialist and the 


PLANT LOCATION - P 714 


AMERICA'S LAST ROUNDUP - THE RUSH TO CORRAL 
TECHNICAL MANPOWER, William A. Douglass, Vol. I, #3, 
pp. 15-25. 


Article briefly discusses the growing importance of 
scientists and engineers to modern industry, and the 
necessity of locating new plants in "pools of Ph. D.'s."' 
As universities draw scientists, area developers are now 
trying to develop their universities into centers of brain- 
power, with varying effectiveness. 


INDUSTRIAL PROBLEMS AND PROSPECTS OF THE CENTRAL 
CITY, Jerome D. Fellman, Vol. Il, #4, pp. 1-16. 


Paper briefly reviews the preeminence of central city 
locations for industry in the 19th century, and the flight to 
the suburban areas in the 20th century and the problems 
this has created for the central city. Author then explores 
the potential and practical prospects for the rebirth of 
central city manufacturing, citing mass transit and urban 
expressways, federal training and urban renewal 

” programs as reasons for optimism. 


GEOGRAPHIC COORDINATES AND MARKET ANALYSIS, 
E.M. Lewis, Vol. Ol, #2, pp. 1-16. 


A brief discussion of various geographic location codes, | 
developed for computer processing of geographically 
ordered data, the assets and liabilities of each scheme. 
Author then discussed MAGIC as a more satisfactory 
system and presents as an example a description of the 
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a “eiathadlcgs of a study done by the C & N.W. Railway to - 
“locate anew steel production facility. 


SOLID WASTE DISPOSAL AS A PLANT SITE 
J. Lippman, Vol. Ill, #3, pp. 15-24. 


esiccaeies the problem of solid waste disposal as a factor 
which should be considered in selecting sites for new 
manufacturing facilities, reviews major techniques for 
sotid waste disposal, and touches upon the need for 
considering solid waste handling techniques in new plant 
designs. 


NEW FACTORS AND FACETS OF INDUSTRIAL LOCATION, 
Dr. Louis K. Loewenstein, Vol. Ill, #3, pp. 25-34. 


Reviews several studies from metropolitan areas on both 
coasts, of important factors in site selection for new 
manufacturing facilities. Shows that entirely different 
factors become important at the local level than the area 
or regional level of location decision-making, and 
discusses trends in the relative importances of these 
factors. 


A PROFILE OF AGENCY ASSISTANCE IN INDUSTRIAL 
LOCATION, Charles P. Rahe, Vol. VIL, #2, pp. 31-44. 


Article presents a summary of, several findings of an 
extensive analysis of new locations and expansions in 
terms of the nature of the location decision process, 
sources of aid utilized by locating firms, and the types of 
irms availing themselves of this assistance. 


NEW AND CHANGING FACTORS IN INDUSTRIAL LOCATION, 
Benjamin H. Stephens and Carolyn A. Brackett, Vol. Il, #3, 


pp. 1-13. 
A discussion of the changing importance of traditional 


factors influencing the location of new industrial plants, 
as well as the extent of the influence of new factors. 
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THE DECISION= MAKING PROCESS IN PLANT LOCATION, 

James H. Vol. i, #4, pp. 1-20. 
Description and ieslvase of methods used ee a skilled 
practitioner of the art of plant location, during the four 
main stages of the locational process, with special _ 
attention given to administration of the process. Stages | 
‘are: preplanning, selection of general area, of community 
“and of specific site. 


CONSIDERATIONS IN THE LOCATION AND THE PRICING 
POLICIES OF BRANCH PLANTS, Raymond Waxmonsky, Vol. 
tl, #2, pp. 29-51. 


An explanation of the theoretical rationale of branch plant 
locational decisions in a systems context, in the short-run 
time period. 


PROMOTION - P 966 


COMMUNITY INDUSTRIAL HOST TEAMS: A STUDY OF 
SUCCESSES AND FAILURES, Brennon R. Hatley, Vol. IV, #1, 
pp. 13-32. (Thesis for Industrial Development Institute, 
University of Oklahoma. ) 


An analysis of the Community Industrial Host Team 
concept which underlies the operation of many volunteer 
“community organizations involved in receiving and influ- 
encing industrial prospects to locate in their respective 
cities. 


“EVALUATING INDUSTRIAL DEVELOPMENT PROMOTION 
PROGRAMS, Dick Howard, Vol. V, #2, pp. 33-44. 


This paper attempts to evaluate the effectiveness of 
various methods of industrial development promotion. 


“TRENDS IN’PUBLICATION OF PERIODICALS BY INDUSTRIAL 
DEVELOPMENT GROUPS, Geoffrey E. ‘Paris, Vol. VIl, #3, 
pp. 1-18. (Thesis for Industrial Development Institute, 
University of Oklahoma. ) 
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Le The -piirpose of this paper is to provide readers with up-to- 
date information on the extent to whichI.D. groups include 
‘ publishing of their own periodicals as part of their 
promotional program. . 


A NEWSPAPER COLUMN: PUBLIC RELATIONS FOR INDUS- 
TRIAL DEVELOPMENT, Floyde D. Sperry, Vol. IV, #2, 
pp. 1-16. 
This is a collection of eighteen selected essays on the 
subject of_industrial and economic development as it 
reiates to the community, the state and the nation. The 
selection has been made to show the variety of topics 
covered in the series of columns. 


RESEARCH NOTES: HOW EFFECTIVE IS INDUSTRIAL 


DEVELOPMENT PROMOTION, Robert M. Sparks, Vol. V, #1, 


pp. 65-69. 


A brief report which surveys the complexity of determining 
the benefits derived from any particular industrial develop- 
ment organization. 


STATE TEAM TRIPS AS A PROMOTIONAL TOOL IN INDUSTRIAL 


DEVELOPMENT, Bill L. Teuton, Vol. IV, #1, pp. 33-57. 
(Thesis for Industrial Development Institute, University of 
Oklahoma. ) 


An analysis of the use of team trips in developing indus- 
trial prospects. Special emphasis is given to the creation 
and objectives of the team trip. 


‘ ATTITUDES OF INDUSTRIAL EXECUTIVES TOWARD STATE 


INDUSTRIAL DEVELOPMENT ORGANIZATIONS, William R. 

Thomas, Vol. VI, #3,:pp. 27-50. 

aAn-an-attempt-to-evaluate the efforts of state industrial 

=—evelopment organizations, this article reports on a 
survey of attitudes which was conducted among a sample 
gof-industrial-executives whose firms recently located or 
expanded an-industrial facility in one of the Southeastern 
states. 


A2 INDEX - JOURNAL Vols. I through xI 
: ARE LOCAL INDUSTRIAL PROMOTION EFFORTS SELF- 

~ REGULATING? William E. Laird, James R. Rinehart, Vol. 

EX, #3, 61-76. 


“eh survey of South Carolina communities that participate , 
- actively in industrial promotion shows that self-regulation . 
features are observed -and.the existence of serious 
“community exploitation is not demonstrated. The authors 
“describe and analyze the “survey. 


A RECOMMENDED MINIMUM PROMOTIONAL BUDGET FOR 
“THE SMALL INDUSTRIAL DEVELOPMENT AGENCY, William 
A. Snyder, Vol. X, #1, pp. 7-29. (Thesis for Industrial 
Development Institute, University of Oklahoma. ) 


An analysis of the promotional budgets and the bona fide 
inquiry records of cone dozen New Jersey development 
agencies. It evolves a suggested minimum effective 
promotional budget for the small development agency. 


PUBLIC UTILITIES - P 976 


~ NOTES: “PUBLIC UTILITY DEVELOPMENT, 
Robert M. Sparks, Vol. VII, #1, PP. 47-50. 


A brief discussion cf the industrial developers’ role in 
“resolving the dilemma of maintaining environmental 
quality and building new ‘public power facilities. 


REGIONAL DEVELOPMENT ='R 336 


REGIONAL ACTION FOR ECONOMIC DEVELOPMENT, 
Jonathan Lindley, Vol. 1, #2, pp. 9-11. 


Philosophy, policy ‘andfunction of the Office of Regional 


BUILDING INF RASTRUCTURE IN APPALACHIA, J ohn 
Franklin Souder, Vol. 1, #2, pp. 13-15. 
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The federal regional economic policy’ as it 
capplies and operates in 


3 RI GIONAL PLANNING - R 338 


THE AREA HIERARCHY AND ECONOMIC DEVELOPMENT 
PLANNING PROBLEMS,“Victor- Roterus, Vol. I, #4, pp. 31-35. 


“Paper reviews the entrance of federal participation in 
‘economic and community development programs, and the 
Swationale for-statutory insistence for comprehensive plan- 
— for these federal grants. Author then discusses the 
lack.aud desperate need for vertical, horizontal 
“a cross-program coordination of this planning effort. 


RESOURCES ~ R 434 


LONGRESSIONAL ACTION AND NATURAL RESOURCES, 
_James ©. Rettie and Paul Knight, Vol. 1, #2, pp. 27-32. 


“Fedsral aatural resources policies which embrace 
Sindustzist 28 apart of federal concern for 


4-42) onvironment. 
AMERICA'S WATER RESOURCES FOR ECONOMIC DEVELOP- 
MENT,.James P. wi Jr., Vol. VIN, #1, pp. 7-60. (Thesis 
:for Industrial Development Institute, University of Oklahoma.) 


This study concentrates on the fresh water resources in 
the United States and the changes ‘that will occur as the 
country grows. -A-variety of data and history from govern- 
mental hydrology reports, business and governmental 
economic indicators and.other public documents and books 
has been included. “It has been done so that the Industrial 
Developer will have a better understanding of one of our 

Smcst plentiful, and valuable matural resources 
in our environment —~ water. 
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RURAL AREAS DEVELOPMENT - 
RURAL ‘LABOR AS AN ATTRACTION FOR INDUSTRY, 
’ Richard E. Lonsdale, Vol. IV, #4, pp. 11-17. 


‘ Article analyzes the attractive situation which rural areas 
soffer for the industrial firm which places a premium on 

-dabor economies. -Also discussed are the disadvantages of 
-rural location due to a lack of job training or even basic 
‘education in rural labor. 


INDUSTRIALIZATION IN. RURAL AREAS, A.T. Mace, Vol. I, 
#2, pp. “17-20: 


Federal rural industrialization policies and their 
integration with those for urban and suburban areas. 


INDUSTRIAL POSSIBILITIES FOR NON-METROPOLIT AN 
AREAS, Howard G. Roepke, Vol. VII, #4, pp. 27-45. 


paper attempts to identify types of industries most 
be attracted to rural areas, it-examines the 
types of rural-areas most likely to attract industry and 
Sts SOME Ways Of GVercoming their handicaps. 


THE DORCHESTER PLAN: TAX SHARING AS AN AID TO 
BALANCID RURAL DEVELOPMENT, Leonard Elenowitz, 
Vol. X, #4, pp. 57-69. 


The Dorchester Plan provides a unique opportunity for 
“intergovernment efforts to:establish and isnplement a 
balanced growth policy in a_rural-area. 


RURAL INDUSTRIES - R 948 


SRESEARCH NOTES, dchn R. Fernstiom, Vol. V1, #2, pp. 41-44. 


An analysis of the Fantus.Company report entitle: "How _ 
Can We Influence the Growth of industry in Rural Areas." 


INDUSTRIAL POSSIBILITIES FOR NON-METROPOLITAN 
AREAS; Howard G. “Rocpke, Vol. #4, pp..27-45. 
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“This paper attempts to identify types of industries 
likely to be attracted to rural areas, it examines the types 
pf rere) likely to attract industry and .suggests 
some ways of overcoming their handicaps. 


FEDERAL PLANNING GRANTS AS AN INDUSTRY IN RURAL 
COUNTIES, ‘Ronald C. Yersdk, Vol. IX, #1, pp. 51-79. -4Thesis 
for industrial: Development institute, University of Oklahoma, ) 


This paper is designed to provide professional gtanners, 
industrial development.specialists and others with an 
insight-into the economic.gains derived from federal 
planning funds. “The format can be used byothez planning 
commission staffs to foster the purpose and concept of 
regional planning. 


TAXATION - T 235 


SITE VALUE JAAALION: RALIONALE AND A CASE STUDY IN 
BUFFALO, Jvlia 2. Everitt and Raymond W. Waxmonsky, Vol. 
in; #4, 7-25. 


This article cxamincs the fisc>!l effects-_of implementing a 
spite value tax in Buffalo, New York, with a ‘summary of 
the advantages and disadvantages of the present property 
tax system and a aibepeioag oem of site value eenetion and how 


TAX INCREMENT FINANCING: A TOTAL COMMUNITY 
APPROACH TO ECONOMIC DEVELOPMENT, John Hulkonen, 


Vol. IX, #2, 49-67. 


The purpose of this article is to introduce developers toa 
new method of financing community development. Briefly 
stated, tax increment financing involves the sale of bonds 
secured by the guaranteed reservation of thezincreased 
tax revenues generated by.a development project. 
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“TECHNOLOGICAL ARPLICATIONS - ‘255.’ 


“TECHNOLOGY FOR NEW AND EXISTING INDUSTRY, J. Herbert 
Holloman, Vol. 1, #2, pp. 41-42. :; 


Philosophy and: ral operating State Tech- 
nical Service programs. 


TRANSPORTATION - T 772 


NEW TRANSPORTATION TECHNCLOGY AND THE ROLE OF 
AN INTERMODAL TERMINAL COMPLEX, Sara L. Creed, 
Vol. V, #4, pp. 33-60. 


This paper attempts to-.document the changes taking place 
in transportation and the-required changes that will be 
needed in the-phiiusupiy vf transport. ‘Central to the 
future improvement in trauspustaticon is the concept of 
intermodal transpoxst ccordination of services by different 
transport modes. 


THE GROWTH OF URBAN-Aik TRANSPORTATION ACTIVITIES, 
Ben-Chieh Liu, Vol. V, 43, 1-15. 


This report analyzed biiefly some economic impacts of a 
well-equipped urban area upon that area's 
economic deve? nd growth. dt also discusses the 
rapid growth of air esanipentibin activities. 


THE SIGNIFICANCE OF PIGGYSACKING TO INDUSTRIAL 
DEVELOPMENT, Robert G. Lovell, Vol. V,“#Z,~pp. 1-20. 
(Thesis for Industrial Development Institute, University of 
Oklahoma. ) 


Piggybacking refers essentially ‘to-trailer-on-flat-car 
(TOFC) movements. puipose of this study is to 
review the development of piggybacking in the Chicago 
area and to measure its effectiveness in the overall 
transportation picture. 
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CRITICAL F ACTORS IN AN ECONOMIC DEVELOPMENT 
STRATEGY FOR THE GHETTO (Research Notes), AIDC 
“Industrial Research Committee, Vol. igi #4, pp. 39-42. 


’ A-brief article which argues against industrial growth as 
the means for economic development.in the ghetto. The 
article proposes that the path tog#conomic growth lies 
with efforts to increase ihé <ffective demand for ghctto 
labor from employers outside the ghetto and Soanel housing 
and other construction ‘within ‘the ghetto. 


VOCATIONAL EDUCATION - V 872 


PROGRAMS TO INCREASE THE SUPPLY OF SKILLED 
INDUSTRIAL LABOR: EXAMPLES FROM CONNECTICUT, 
Charles E. Hills, Vol. Ill, #1, pp. 1-34. (Thesis for Industrial 
Development Institute, University ‘of Oklahoma. ) 


Reviews broad range of programs designed io help meet 
the needs of the ccconomy for skilled industrial manpower. 
Connecticut programs are discussed.as*examples of 
broadly applicable state picgiains and state participation 
in federal programs. 


INDUSTRIAL DEVELOPMENT AND CAREER EDUCATION, 
D. Reid Ross, Vol. VII, #4, pp. 26-34. 


This article reports on the need for increased ‘support of 
vocational education programs. 


WAGES & SALARIES - W 131 


RELATIVE WAGE LEVELS IN THE UNITED STATES, “Victor 
Roterus and Thomas Szot, Vol. X, #2, pp. 21-33. “1 Tae 


Relative wage levels in different sections of the United 
States have long been of interest to industries seeking 
locations for new plants. This article lists the everage 
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hourly earnings for production workers for 


ang 
areas'in September, 1973. 


states and selected metropolita 


“ZONING = Z 83 


EFFECTS OF DEFICIENT ZONING ORDINANCES UPON 
_ INDUSTRIAL DEVELOPMENT, David Del Marcelle, Vol. VI, 
#1, pp. 1-28. (Thesis for Industrial Development Institute, 


University of Oklahoma. ) 


This thesis describes the historical-evolution of zoning, 
what defects might exist in zoning-ordinances, -what 
recommendations could be-made to make it a more 
effective tool in industrial and total economic 


development. 
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